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TO: ALL REGENCY COMMUNICATIONS PROFESSIONAL SALES AND SERVICE CENTERS 
ALL REGENCY COMMUNICATIONS PROFESSIONAL SALES REPRESENTATIVES 


no. 84-333 


MODELS AFFECTED: MCE21/24 


Instructions for configuring the MCE21/24 for single-channel 
repeater-talk-around using the Main Board option. 


1. Install the receive crystal in the Y301A(F1) position and 
the talk-around crystal in the Y301B(F2) position. Both 
crystals are marked as transmit crystals but the talk-around 
crystal is 45 MHz higher in frequency. 


2. Remove all plug-in JO jumpers connected to the marked option 
Pins. When other option jumper wires are removed, reconnect 
them after completing the connections for talk-around. 


3. Connect the jumper wires for single-channel repeater talk- 
around as shown on pages 3 and 4. 


4. Verify that the talk-around installation functions properly. 
Bick: SME ei 


i. Set channel selector switch to the Fl position (the 
innermost option switch slide selector is set toward 
the transceiver center). The transmitter should 
transmit at the Fl crystal frequency. The receiver 
should receive at a frequency 45 MHz higher than the 
Fl crystal frequency. 


ii. Set the channel selector to the F2 position (the 
slide switch is set to its position nearest the 
transceiver outer edge). The transmitter should 
transmit at the F2 crystal frequency and the receiver 
should receive at the same frequency as that received 
when in the Fl position. 
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